Maximize all grow space for higher crop yields 


LM301B Diodes High Efficacy Light Distribution Daisy-Chain Driver After-Sale Service 













All LEDs coated with waterproof glue 
perfect for wet environment 








EXTENDED LIGHT BAR DESIGN PASSIVELY COOLED LIGHT BAR DETACHABLE DRIVER (SE3000 as shown) 


Take care of outer edges cultivation areas Fast heat dissipation, longer lifetime With 4.1ft long power cord, driver can be mounted remotely 


Used a unique "Flip", can't an Can see the 
see the gold wire 3010 VVI gold wire 
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Authorized ‘he Easiest Wa No Authorization 
(check official website) a Distinaulsh (Check official website) 





Spider Farmer is SAMSUNG's official partner , you can find our brand name on SAMSUNG's website: 
https://www.samsung.com/ led/ support/ in-brand/ 

We only uses guaranteed top bin diodes 

Don't be misled by confusing statements and misleading product descriptions with much lower price 


Germination: 20-40% 
Vegetive: 80-100% 


DIMMING 


Hang at 16-24" Hang at 12-18” Hang at 8"-12" 
16hr ON / 8hr OFF 18hr ON/ 6hr OFF 12hr ON/12hr OFF 
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Seedling: 50-70% 


Flower: 100% 
100% 


Hang at 6-10” 
12hr ON/12hr OFF 
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NOTE: The hanging distance is recommended based on the indoor temperature above 28C(82.4°F) 
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QUALITY INSPECTION BEFORE SHIPMENT 


e Aging Test >72 Hours e QC Test >3 Times 


> í 


SAFE TO USE 


CE Certified ETL Certified 





Shop Now for LED Grow Light at: 
https://www.spider-farmer.com/collections/led-grow-light 





